AMENDMENT NO. 10 JULY 2019 
TO 
IS 4250 : 1980 SPECIFICATION FOR DOMESTIC 
ELECTRICAL FOOD-MIXERS (LIQUIDIZERS AND 
GRINDERS) AND CENTRIFUGAL JUICERS 


(First Revision) 


(Page 9, clause 18) — ENDURANCE — This clause shall be kept in 
abeyance. 


(Page 10, clause 22.6) — This clause shall be kept in abeyance. 
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